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E.O. 11652: N/A 
TAGS: ENRG, BDIS, BG 

SUBJECT: ESSO OIL SALES TO THERMAL ELECTRIC POWER PLANTS 
REF: DACCA 5866 

1. BDG POWER DEVELOPMENT BOARD HAS, SINCE LATE DECEMBER, 
MADE SEVERAL FURTHER PAYMENTS TO ESSO, ACCORDING TO 
ESSO REP HERE. PDB OFFICIALS HAVE ALSO INDICATED 

THAT PDB FINANCIAL SITUATION IS IMPROVING AND THAT 
ESSO WOULD RECEIVE FURTHER PAYMENTS IN FEBRUARY. ON 
BASIS JANUARY PAYMENTS AND ASSURANCES FURTHER PAYMENTS 
IN FEBRUARY, ESSO HAS AGREED CONTINUE SUPPLY FUEL OIL 
TO THERMAL ELECTRIC PLANTS THROUGH FEBRUARY 16. 

2. AT PRESENT, OUTLOOK IS FOR THIS PROBLEM TO 
CONTINUE FOLLOW PERILS OF PAULINE SCRIPT WITH DEAD- 
LINES AND LAST-MINUTE PAYMENTS UNTIL BACKLOG OWED 
ESSO IS REDUCED TO ACCEPTABLE LEVELS AS INDICATED REFTEL. 
HOWEVER, POTENTIAL FOR EMBARRASSMENT AND USG INVOLVEMENT 
REMAINS. 
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